Telephone  N?  77, 


LIBRARY 


Jtrlmn  Bistr id  (limttnL 


.C.Adam.m.b.ch.b,  D.P.H. 

MEDICAL  OFFICER  OF  WEALTH. 


30th  January,  194-0* 


ILFRACOMBE  RIPARIAN  HEALTH  AUTHORITY, 


Annual  Report  of  Medical  Officer  of  Health  for  Year_lg3 9 * 

15  ships  were  inspected  by  the  Sanitary  Inspector#  no  defects  were 
found  and  no  vessel  was  reported  as  having#  or  having  had  during  the 
voyage,  infectious  disease  on  board* 

A full  account  of  the  permanent  arrangements  haa  been  given  in.  previous 
Annual- Reports,  no  alterations  have  been  made  during  the  year. 

It  has  not  been  found  necessary  to  take  any  action  under  the  Public 
Health  (Imported  Food)  Regulations, 1937* the  Public  Health  (Preservatives 
etc. in  Food)  Regulations, 1925  to  1939*  or  the  Public  Health  (imported 
Milk)  Regulations, 1926. 

There  are  no  shell-fish  beds  or  layings  within  the  jurisdiction  of  the 


Urban  Authority, 


Medical  Officer  of  Health* 


» 

♦ J 

J V 

«■ 

» 

s • 

.A,  . . 

- 

. c i ■ - o 

: .. 

. \ . L. 

s> 

C .i 

l 

*-r 

• _ 

' ‘I  r 

, i 

..  1 

bU 

i b 

9'i  .. 

T 8 

qlris 

Cl 

h 

. . 

j 

< 

£ij.5 

It 

w « 

I. V 

. bhs  b. ; . c X 

« 

vl 

s- 

. . u l i j 

X 

< 

cv 

v - ..  i , Cl 

i .. 

\ i. 

A 4.  J 

cf 

s&C 

J • - J 

'■ ; 

. ... . 

* i.  * , 

TC  ; 

0 .$  'i  (.  ) 

4 iiy  l_ 

0 C .0 

A j‘1 

4 

j.  ■ ■ - 

9 

- -;j« 

.:..x 

9 V ■ 

r *4 

v .L  •J 

•-  < 

J .LL.1 

■ . 

Hi. 

Li  . J 

9ii,+ 

1 

ci.'j 

. . L i 

. --  J 

CL)- 

'J.  .. 

i • ..  c ~ i i o 

j c a 

to  Xi 

3 I 

/ 

#> 

-NT 

i Icfu 

« 

v " 

< . - 

c J . 

i . 

{i  o 0 : bttf 

i cq 

Li) 

. 

09 

: - it;' 

, :.1 

c X 

IJ  ;<■ 

* 

s'l 

c i 

. 

« 

(b 

V ^ 

. 

. " { ; ...  I 

#•>  (I  . • i£  . ■ : ?.J 


’ 


. 


